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As you requested, attached is a summary budget. Although there are several conligurations which 
could be presented, we have selected one which we feel meets the study requirements. 

Other possible combinations would be to sub-contract some of the work to Penn Medical 
Laboratories. We are somewhat uncomfortable with that option in that they have indicated some of 
the analysis would be sub-contracted to yet another laboratory. Another option is to have Covance 
Central Laboratory Services provide clinical laboratory analysis and sample management. The pros 
and cons of this option arc discussed in the 31 August 2000 proposal. 

If I can be of any further assistance in providing information regarding our approach to this project, 
please feel free to contact me at 608-283-5685. 

Regards, 
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